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Ozet 

Tendon gapi olan ya da olmayan ekstans6r yiiz parmak yaralanmalarinda rekons- 
triiksiyon cerrahlar icin ciddi zorluk olusturur. Cerrahide lokal, bolgesel ya da ser- 
best flepler kullanilabilse de sonuclar ¢ok yiiz giildiirtici olmayabilir. Bu yazida ten- 
don kaybinin eslik ettigi 3.parmak Dd (Digit Dorsal) 1, Dd2 and Dd3 diizeylerin- 
deki ekstansor yiiz yaralanmasini sunuyoruz. Tendon defekti palmaris longus kas! 
tendonu kullanilarak rekonstriikte edilen, cilt defekti ise ters capraz parmak fle- 
bi ile kapatilan hastada kozmetik ve fonksiyonel agidan iyi ve tatmin edici sonu¢ 


elde edildi. 


Anahtar Kelimeler 
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Abstract 

Reconstruction of finger extensor zone defects with or without tendon gaps still 
remains a challenge for surgeons. Although surgical treatments may differ, and 
range from the use of local, regional, to free flaps, the outcomes for all cases are 
not satisfactory. In this case report, we present a case of a 3rd finger extensor 
side crush injury including a defect of Dd (Digit Dorsal) 1, Dd2 and Dd3 defects of 
extensor zones with tendon gap. Tendon gap was reconstructed using m. palmaris 
longus tendon graft and the defect was covered with reversed cross-finger flap 


(random pattern) with good cosmetic and excellent functional results. 
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Introduction 

Reconstruction of digit extensor zone defects with or without 
tendon gaps are challenging cases for surgeons, since these 
injuries include both extensor mechanism reconstruction and 
tissue coverage. Various types of random pattern or free flaps 
have been reported in the literature [1,2]. For adequate cover- 
age of dorsal finger wounds, tubed flaps raised from the chest, 
abdominal, inguinal, and forearm areas are realiable, but these 
flaps will be bulky and the techniques offer poor cosmetic and 
functional results [3]. For a variety of reasons such as minimal 
donor site deformity, good pliability, the thinness, and the sim- 
plicity, and rapidity of the procedure, adipofascial flaps con- 
stitute an excellent option [1]. In this case report, we describe 
complex tissue and tendon defects of 3rd finger reconstruction 
with m. palmaris longus graft and reversed cross-finger flap 
(random pattern). 


Case Report 

A 22-year-old male mechanic presented after a crush injury to 
his dominant left hand 3rd finger, resulting in a composite tis- 
sue defect at the Dd1, Dd2 and Dd3 defects of extensor tendon 
zones with tendon gap. In the physical examination, there was 
a wide, contaminated tissue and tendon defect at the dorsum 
of the 3rd finger. Neurovascular examination was normal in the 
affected hand (Figure 1a). 

Under axillary block anesthesia, the wound was irrigated and 
the necrotic tissues were debrided meticulously. After the in- 
traoperative detailed evaluation it was decided to perform 
reversed cross-finger flap with tendon reconstruction. Then 
m. palmaris longus tendon graft was harvested and used for 
recontructing the extensor mechanism of the 3rd finger (Fig- 
ure 1b). The planned index finger flap was de-epithelialized and 
reflected to cover the defect in the adjacent 3rd finger (Figure 
1c). With careful dissection via the aid of magnifiying loupes, 
the split thickness skin graft was created at the donor site. That 
was later used to cover the defect on the index finger. Then 
the dissected de-epithelialized flap covered the dorsal defect 
on the adjacent finger (Figure 1d). After the de-epithelialized 
flap was reflected to cover the defect in the adjacent finger, the 
reflected flap was covered with split thickness skin graft that 
had been removed earlier from the inguinal site. Then the donor 
site was covered with the dissected skin (Figure 1d). 

The flap division was performed after two weeks and the 
wounds were closed with retention sutures (Figure 2a,b). After 
the division, the patient was allowed early rehabilitation and 
encouraged to use a full range of motion. Through the follow-up 
period there was no dehiscence, infection, or complication re- 
lated to flap survival. At the most recent follow-up, the range of 
motion was within normal limits without any extension gap at 
the affected site and the patients was happy with the esthetic 
appearance of the hand (Figure 2c,d,e). 


Discussion 

Trauma associated with the exposure of digital deep structures 
can lead to significant functional loss, so, most of the time, 
prompt soft tissue coverage is provided. Skin or soft tissue de- 
fects in the dorsal area of the finger often constitute difficulties 
for surgical procedures during treatment and the association 


Figure 1. (a) Irrigated and meticulously debridated wound shows 3rd finger exten- 
sor tendon zones Dd1, Dd2 and Dd3 defects with total tendon loss. (b, c) Harvest- 
ed M. Palmaris Longus tendon graft was used for reconstructing the 3rd finger 
extensor mechanism. (d) De-epithelialized and reflected index finger reverse cross 
flap to cover the defect in the adjacent finger. 
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Figure 2. (a) Intraoperative view, before the division. (b) After two weeks from the 
division (c,d,e) A year after the surgery, the range of motion was within normal 
limits without any extension gap at the affected site and the patients was happy 
with the esthetic appearance of the hand. 


with deep structures becomes more challenging. At present 
there are many differing reconstruction procedures and it is 
often difficult to find an exact nomenclature to suit all cases. 
Various flaps include: the homodigital subcutaneous flap [4], the 
proximally based axial digital artery transposition flap [5], the 
reverse digital artery flap [6], and the de-epithelialized cross- 
finger flap [2]. Also, by the modified techniques of reverse cross- 
finger flaps [7], dorsal digital defects can be reconstructed. 

In this current study we used a de-epithelialized cross-finger 
flap that was first described as a reversed dermis flap by Paki- 
am [2] and modified by Al-Qattan [7]. We left the subcutaneous 
fatty tissue on the dermis in which the dorsal vessels are situ- 
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ated. After 14 days, we separated the flap without any problem. 
Then, as early as the first postoperative day after separation, 
we allowed the patient to start rehabilitation to prevent exten- 
sor tendon adhesion and skin graft contraction. 

Although the need for another surgery for the separation of 
the digits and finger stiffness may be the major concern in 
terms of joint motion with this technique, it is an easy flap and 
an excellent alternative for achieving early coverage of cuta- 
neous wounds at the dorsal aspect of the long fingers. Also, 
early rehabilitation can prevent extensor tendon adhesion and 
decrease stiffness incidence [8]. At the most recent follow-up, 
the range of motion for both fingers were within normal limits 
without any extension gap at the affected site and the patients 
was happy with the esthetic appearance of the hand following 
reconstruction. 

In conclusion, the reversed cross-finger subcutaneous flap is an 
easy flap to perform and to cover defects on the dorsum of pha- 
lanx and is an excellent option for coverage of wounds. Hand 
therapy is crucial during the healing phase of a de-epithelialized 
cross-finger flap and for the speedy recovery of all hand func- 
tions. 
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